To:  Webster,  Susan[webster.susan@epa.gov] 

Cc:  Loesel,  Matthew[ioesei. matthew@epa.gov];  Vargo,  Steve[Vargo. Steve@epa.gov];  Adams, 

Mikeal[adams. mikeai@epa.gov];  Snowbarger,  Robert[Snowbarger. Robert@epa.gov] 

From:  Rhea,  Wiiiiam 

Sent:  Mon  8/10/2015  3:15:30  PM 

Subject:  RE:  Mike  Adams  Avaiiabiiity  for  REOC 


Mike  can  do  2-3  hours  today  and  tomorrow. 


Wiiiiam  Rhea 
R6  Lean  6 Sigma 
214-665-6767 


From:  Webster,  Susan 

Sent:  Monday,  August  10,  2015  9:46  AM 

To:  Rhea,  Wiiiiam 

Cc:  Loesel,  Matthew 

Subject:  Mike  Adams  Availability  for  REOC 


REOC  is  activated  for  the  Gold  King  Mine  Spill  and  we  would  like  have  2-3  hours  of  Mike 
Adams  time  if  possible  each  day  this  week.  More  time  today  and  tomorrow  for  asset 
tracker. . .Let  me  know  if  he  is  available,  tx 


Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  ERA  Region  6 
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